PLATE   I2A

Diagram of the connections of
the sympathetic fibers. Efferent
fibers in black; preganglionic. solyi
lines; postganglionic, interrupted

lines; afferent viscera! liber in red.
Collateral ganglion = prevertebrai
ganglion, (After Best and Taylor
The Physiological Basis of Medtc<i!
Practice \
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PLATE   12B

Diagram to illustrate the
division of the autonozuie
nervous system into cholin-
ergic and adrenergic types of
fiber. P, j>arasympathetic;
8, sympathetic; 1, pre-
ganglionie fibers; 2, post-
ganglionic fibers; choliner-
gic fibers, red; adrenergic,
black. '.The figure 2 has
been omitted in error from
the postganglionic parasym-
pathetic fiber..

t

CARDIO-INHIBITORS
VASODILATORS
ETC.

CARDIAC

ACCELERATORS
VASOCONSTRICTORS

ETC.

SWEAT GLANDS
VASODILATORS